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Message Text 

UNCLASSIFIED 

PAGE 01 TEGUCI 01249 102332Z 
ACTION ARA-14 

INFO OCT-01 ISO-OO EB-08 /023 W 

062463 110034Z/66 

PR 1021 10Z MAR 78 
FM AMEMBASSY TEGUCIGALPA 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 9737 

UNCLAS TEGUCIGALPA 1249 

E.O. 11652: N/A 
TAGS: BEXP, HO 

SUB J : FOREIGN GOVERNMENT TENDER - POWER GENERATION PROJECT 

1. 215/01/T0004 

2.031078 

3. M. KROMHOUT 

4. 215 HONDURAS 

5. N 

6A. WRITE TO - 

6B. LUIS COSENZA, GENERAL MANAGER 

6C. EMPRESA NACIONAL DE ENERGIA ELECTRICA (ENEE) 

P.O. BOX NO. 99 

TEGUCIGALPA, D.C., HONDURAS 

7. 1005-1 

8. 050378 

9.201 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 TEGUCI 01249 102332Z 

10. PROPOSAL. 


9918102-89000. INVITATION TO BID ON THE DESIGN AND SUPLLY OF ONE 
HYDRAULIC TURBINE, GOVERNING SYSTEM, INLET VALVE AND ONE ALTERNA- 
TING CURRENT GENERATOR FOR THE NISPERO HYDROELECTRIC PROJECT, HAVING 
A NOMINAL RATED CAPACITY OF NOT LESS THAN 15,000 KVA AND A 
SPEED BETWEEN 360 AND 600 RPM. 
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1 1 . TENDER WILL BE FINANCED WITH AN IBRD LOAN; INTERNAL COSTS 
WILL BE FUNDED BY ENEE. CONTRACT DOCUMENTS AVAILABLE FROM 
ADDRESS IN 6C. FOR 100 LEMPIRAS (US$50) PER SET. A COMBINED 
BID FOR TURBINE, GOVERNOR, INLET VALVE AND ALTERNATING CURRENT 
GENERATOR IS PREFERABLE; HOWEVER, SEPARATE BIDS FOR EACH ITEM 
WILL ALSO BE CONSIDERED. 

JARAMILLO 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 mar 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978TEGUCI01249 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 08-1 062 

Format: TEL 

From: TEGUCIGALPA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780380/aaaacppm.tel 

Line Count: 70 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 6cdb18c9-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3366340 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER - POWER GENERATION PROJECT 
TAGS: BEXP, HO 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/6cdb18c9-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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